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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 07106 302041Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

013156 010148Z/65 

R 300957Z JUN 77 
FM AMEMBASSY BRUSSELS 
TO USDOC WASHDC 
INFO USMISSION NATO 
SECSTATE WASHDC 0594 

UNCLAS BRUSSELS 07106 

E.O. 11652: N/A 
TAGS: BEXP, BTIO, BE 

SUBJECT: TRADE OPPORTUNITY: NATO TENDER: SUPPLY OF VARNISH 
VACUUM IMPREGNATION EQUIPMENT. 

1. 423/01/T-028 

2 . - 

3. T.G. BLAYDOE 

4. 423 BELGIUM 

5. N 

6A. REPLY TO - 
6B. — 

6C. SHAPE CONTRACTING OFFICER 
COMMUNICATIONS IMPLEMENTATION BRANCH 
COMMUNICATIONS AND ELECTRONICS DIVISION 
B - 7010 SHAPE, BELGIUM 

7. IFB 77-16 PC/CPIB 

8. 07/29/77 

9. 202 

10. DESCRIPTION 

3443538-0000 OTHER PRESSURE TANKS, INCLUDING ANHYDROUS 
AMMONIA UNDER 3,000 GALLON CAPACITY, BUT EXCLUDING 
RANGE BOILERS, EXPANSION TANKS. HOT- WATER STORAGE TANKS 
AND TANKS FOR WATER HEATERS SOLD SEPARATELY. 

3563120-0000 AIR AND GAS COMPRESSORS AND VACUUM PUMPS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRUSSE 07106 302041Z 
(EXCEPT LABORATORY). 

3563194-0000 AIR AND GAS COMPRESSORS AND VACUUM PUMPS- 
HIGH VACUUM. 

THE EQUIPMENT SHALL CONSIST OF ONE VACUUM IMPREGNATION 
TANK, ONE VARNISH TANK. ONE VACUUM UNIT AND THE 
NECESSARY ELECTRICAL CIRCUITRY TO OPERATE THE INSTAL- 
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LATION AUTOMATICALLY. CHAMBERS 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 30-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BRUSSE07106 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770234-0836 
Format: TEL 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977064/aaaaadhx.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cb79e779-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2096253 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE OPPORTUNITY: NATO TENDER: SUPPLY OF VARNISH VACUUM IMPREGNATION EQUIPMENT. 
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